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WHEN YOU FORGET TO INPUT THE LAST FEW CIGARETTES 


In case the subject forgets to input cigarettes smoked within a short while 
(which is shorter than a whole smoking period), they will have the means of 
registering these missed cigarettes. They will have the option to enter the 
cigarette they are about to smoke, or enter this cigarette plus the few others 
that they forgot to register. 
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Recommended. 
See next page 


Screen Options 


For approval: 

We recommend the screen configuration outlined in red. 
See next page for input steps. 
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WHEN YOU FORGET TO INPUT THE LAST FEW CIGARETTES 
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To facilitate registering a few recent 
cigarettes they just remembered as not 
entered, #3 screen will be adjusted to 
include two choices. This will add only 
only one screen (HOW MANY) to handle 
the missed inputs. 
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On the Period and Day Charts these 
skipped inputs will appear as red and 
yellow squares (unlike the blue squares 
for the delayed input). 
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SCREEN SAMPLES FOR “OTHER” CIGARETTES 


For the next studies, we can accommodate the on-screen selection of OTHER 
cigarettes, by brand: 
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Just as in the present program, the last OTHER cigarette brand entered will be 
recalled on the screen when OTHER is selected the next time. 
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